NDT Inspection Form 


SWA6A 


MAGNAFLUX 


Part Number 
Description 
Quantity 
Pass/Fail 


SWA6A-100 
Upper End 


SWA6A-200 
Lower End 


SWA6A-300 
Bearing Housing 


C2-3-6 
Latch 


SWA6A-500 
Semi Ring 


SWA6A-600 
Collar 


Signature: 


Work Order 


Serial Number 


Customer 


Date 


Test Conducted By: 


QMSF-8.2, Swivel NDT SWA6A Rev. B 7/16/2015 


